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SUBJECT: WORKING PAPER ON LEGISLATIVE REQUIREMENTS FOR 
BILATERAL NUCLEAR AGREEMENTS 

1 . DURING FIRST DAY DISCUSSION ON NUCLEAR ENERGY, WE 
GAVE FOLLOWING WORKING PAPER TO IRANIAN DELEGATION WHICH 
OUTLINES WHAT WE BELIEVE WILL BE MAJOR POINTS IN 
LEGISLATION. 

BEGIN TEXT: 

2. KEY ELEMENTS OF AGREEMENTS. 

(1) THE TERMS, CONDITIONS, DURATION, NATURE AND SCOPE 
OF THE COOPERATION; 

(2) A REQUIREMENT THAT IAEA SAFEGUARDS BE MAINTAINED 
ON ALL PEACEFUL NUCLEAR ACTIVITIES AS A CONTINUING 
CONDITION OF US SUPPLY; 
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(3) A GUARANTEE BY THE COOPERATING PARTY THAT SAFE- 
GUARDS WILL BE APPLIED TO ALL US-SUPPLIED EQUIPME;T 
AND MATERIAL AND ANY SPECIAL NUCLEAR MATERIAL (SNM) 
PRODUCED WITH THEIR USE, WHETHER OR NOT THE AGREEMENT 
IS TERMINATED OR SUSPENDED FOR ANY REASON; 

(4) A GUARANTEE BY THE COOPERATING PARTY THAT US 
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SUPPLY AND ANY SNM PRODUCED THROUGH ITS USE WILL NOT BE 
USED FOR ANY NUCLEAR EXPLOSIVE DEVICE OR RESEARCH AND 
DEVELOPMENT OF A NUCLEAR EXPLOSIVE DEVICE OR OTHER 
MILITARY PURPOSE; 

(5) A GUARANTEE BY THE COOPERATING PARTY THAT IT WILL 
OBTAIN WRITTEN CONSENT OF THE US TO RETRANSFER US- 
SUPPLIED EQUIPMENT AND MATERIAL AND ANY SNM PRODUCED 
FROM US-SUPPLIED NUCLEAR MATERIAL OR THROUGH THE USE 
OF US-SUPPLIED REACTORS; 

(6) A GUARANTEE BY THE COOPERATING PARTY THAT ADEQUATE 
PHYSICAL SECURITY WILL BE MAINTAINED ON US-SUPPLIED 
EQUIPMENT AND MATERIAL AND ANY SNM PRODUCED FROM US- 
SUPPLIED NUCLEAR MATERIAL OR THROUGH THE USE OF US- 
SUPPLIED REACTORS; 

(7) A GUARANTEE BY THE COOPERATING PARTY THAT IT WILL 
NOT REPROCESS OR OTHERWISE ALTER IN FORM OR CONTENT OR 
STORE US-SUPPLIED NUCLEAR MATERIAL OR SNM PRODUCED FROM 
US-SUPPLIED NUCLEAR MATERIAL OR THROUGH THE USE OF US 
REACTORS WITHOUT US APPROVAL; 

(8) A GUARANTEE BY THE COOPERATING PARTY TO FURNISH, AT 
US REQUEST, A REPORT OR PERMIT THE IAEA TO FURNISH A 
REPORT ON THE STATUS OF ALL SOURCE MATERIAL AND SNM 
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TRANSFERRED TO IT UNDER THE AGREEMENT; (IN THE CASE OF 
NON-NPT PARTIES, A REPORT ON ALL INVENTORIES OF NUCLEAR 
MATERIALS SUBJECT TO IAEA SAFEGUARDS); (HOUSE VERSION). 

3. OTHER ELEMENTS. 

(1) SENSITIVE TECHNOLOGY TRANSFERS REQUIRE A SEPARATE 
AGREEMENT. ALL THE ABOVE GUARANTEES WOULD APPLY TO ANY 
FACILITIES AND SNM PRODUCED THROUGH THE USE OF 
TRANSFERRED SENSITIVE NUCLEAR TECHNOLOGY; 

(2) ANY ENRICHMENT OF US-SUPPLIED NUCLEAR MATERIAL 
REQUIRES A SPECIFIC PROVISION IN THE AGREEMENT. 

4. CESSATION OF COOPERATION. 

US TERMINATION OF NUCLEAR SUPPLY TO ANY NON-NUCLEAR 
WEAPON STATE THAT AFTER DATE OF ENACTMENT: 

(LI) DETONATES A NUCLEAR EXPLOSIVE DEVICE; 

(2) TERMINATES OR ABROGATES IAEA SAFEGUARDS; 
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(3) IS FOUND BY THE PRESIDENT TO HAVE MATERIALLY 
VIOLATED AN IAEA SAFEGUARDS AGREEMENT OR BILATERAL 
GUARANTEE TO THE US; AND, 

(4) IS FOUND BY THE PRESIDENT TO BE INVOLVED IN 
RESEARCH AND DEVELOPMENT ON A NUCLEAR EXPLOSIVE DEVICE 
AND FAILS TO TAKE NECESSARY ACTION TO CURTAIL SUCH 
ACTIVITIES; (SENATE VERSION). 

5. PROCEDURES. 

(1) ONE OR MORE REQUIREMENTS MAY BE WAIVED BY THE 
PRESIDENT IF SERIOUSLY PREIUDICIAL TO US NON- 
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PROLIFERATION OBJECTIVES OR WOULD OTHERWISE JEOPARDIZE 
THE US NATIONAL SECURITY; 

(2) CONGRESS THEN MAY APPROVE OR DISAPPROVE THE 
AGREEMENT; 

(3) THE AGREEMENT MUST SIT BEFORE CONGRESS 60 
LEGISLATIVE DAYS BEFORE ENTRY INTO FORCE. 

6. RELATED ITEMS OF INTEREST. 

(1) NEW PROCEDURES FOR NRC LICENSING ARE ESTABLISHED: 

-CLEAR CRITERIA FOR ISSUANCE OF LICENSES; 

-LIMITATION ON INTERVENTIONS; 

-PRESIDENTIAL OVERRIDE OF NEGATIVE NRC 
DECISION; 

(2) NEW PROVISIONS INDICATING US INTENT TO PROVIDE 
RELIABLE LONG-TERM SUPPLY TO COOPERATING PARTIES. 

END TEXT. CHRISTOPHER 
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